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ORIGIN EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-OO /025 R 

DRAFTED BY EB/ITP/EWT:LROSS:ERS 
APPROVED BY EB/ITP/EWT:RWPRACHT 
COMMERCE/OEA-RGAREL 
RPE 

075786 

R 042237Z AUG 75 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 183972 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, RO, US 

SUBJECT: US SPECTRUM ANALYZER TO ROMANIA - IL 1533 

REF: A) COCOM DOC (75)220 

B) COCOM DOC (75)384 

C) OECD PARIS 5066 

IN RESPONSE TO FRENCH QUESTION IN PARA 2 OF REF B, USDEL 
MAY NOTE THAT TELEVISION TRANSLATORS ARE UNITS FOR 
RECEIVING A TV SIGNAL, AMPLIFYING THE SIGNAL, AND 
RETRANSMITTING IT ON A DIFFERENT FREQUENCY. INGERSOLL 
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